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Ozone  Baths. 


(. Provisional  Protection  not  allowed.) 

PROVISIONAL  SPECIFICATION  left  by  Charles  Bodenham  Garrett  at 
the  Office  of  the  Commissioners  of  Patents,  with  his  Petition, 
on  the  30th  November  1871. 


I,  Charles  Bodenham  Garrett,  of  Hastings,  in  the  County  of 
I*  Sussex,  Doctor  of  Medicine,  do  hereby  declare  the  nature  of  the  said 
Invention  for  “  The  External  Administration  or  Application  of  Electricised 
Oxygen  or  Ozone  Gas  to  the  Human  Body  by  Means  of  Baths  or  Closed  Vessels/* 

to  be  as  follows  : — 

The  generation  of  electricised  oxygen  or  ozone  in  a  proper  vessel, 
10  receivers  for  the  same,  means  for  forwarding  the  gas  into  closed  baths, 
conduit  pipes  for  removing  the  used  gas. 
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